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No. 417] NEW DELHI, WEDNESDAY, OCTOBER 28,1998/KARTIKA 6,1920 


MINISTRY OF HEALTH & FAMILY WELFARE 
(Department of Health) 
CORRIGENDUM 
New Delhi,Hifc 28th October, 1998 


G. S. R- 646(E).—^In the corrigendum of the Government of India, in the Ministry of Health and Family Welfare 
(Department of Health) G.S.R. No. 476 (E) dated 7th August, 1998 published in Part TI, Section 3, Sub-section (i) of the 
Gazette of India Extraordinary, for the words “(d) Delta (oc) isomer” read “(d) Delta (5) isomer” 
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